Title 18 WAC 


AIR POLLUTION 


Reviser’s note: All rules filed within this title after January 1, 1971, 
are rules filed by the department of ecology. (Chapter 43.21 RCW.) See 
also Title 173 WAC, Department of Ecology; Title 371, Pollution Control 
Hearings Board; Title 372, Water Pollution Control Commission. 


DISPOSITION OF CHAPTERS FORMERLY 
CODIFIED IN THIS TITLE 


Chapter 18-02 
RECORDKEEPING, REPORTING AND PUBLIC AVAILABILITY 
OF EMISSION DATA 


18-02-010 Purpose. [Order 72-18, § 18-02-010, filed 7/18/72.] 
Repealed by 87-19-075 (Order 87-14), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

18-02-020 Classification. [Order 72-18, § 18-02-020, filed 7/18/72.] 
Repealed by 87-19-075 (Order 87-14), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

18-02-030 Recordkeeping and reporting. [Order 72-18, § 18-02-030, 
filed 7/18/72.] Repealed by 87-19-075 (Order 87-14), 
filed 9/16/87. Statutory Authority: Chapter 70.94 RCW. 

18-02-040 Public availability of emission data. [Order 72-22, § 18- 
02-040, filed 11/10/72; Order 72-18, § 18-02-040, filed 
7/18/72.] Repealed by 87-19-075 (Order 87-14), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. 

18-02-050 Definitions. [Order 72-18, § 18-02-050, filed 7/18/72.] 
Repealed by 87-19-075 (Order 87-14), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 


Chapter 18-04 
GENERAL REGULATIONS 
FOR AIR POLLUTION SOURCES 


18-04-010 Purpose. [Order 72-6, § 18-04-010, filed 1/24/72, 2/2/72.] 
Repealed by Order DE 76-38, filed 12/21/76. Later 
promulgation, see WAC 173-400-010. 

18-04-020 Applicability. [Order 72-6, § 18-04-020, filed 1/24/72, 
2/2/72.) Repealed by Order DE 76-38, filed 12/21/76. 
Later promulgation, see WAC 173-400-020. 

18-04-030 Definitions. [Order 72-6, § 18-04-030, filed 1/24/72, 
2/2/72.) Repealed by Order DE 76-38, filed 12/21/76. 
Later promulgation, see WAC 173-400-030. 

18-04-040 General standards for maximum permissible emissions. 
{Order 72-29, § 18-04-040, filed 1/22/73; Order 72-6, § 
18-04-040, filed 1/24/72, 2/2/72.] Repealed by Order DE 
76-38, filed 12/21/76. Later promulgation, see WAC 173- 
400-040. 

18-04-050 Minimum emission standards for combustion and incinera- 
tion sources. [Order 72-6, § 18-04-050, filed 1/24/72, 
2/2/72.) Repealed by Order DE 76-38, filed 12/21/76. 
Later promulgation, see WAC 173-400-050. 

18-04-060 Minimum emission standards for general process sources. 
[Order 72-6, § 18-04-060, filed 1/24/72, 2/2/72.] Re- 
pealed by Order DE 76-38, filed 12/21/76. Later promul- 
gation, see WAC 173-400-060. 

18-04-070 Minimum standards for certain source categories. [Order 
72-29, § 18-04-070, filed 1/22/73; Order 72-6, § 18-04- 
070, filed 1/24/72, 2/2/72.] Repealed by Order DE 76-38, 
filed 12/21/76. Later promulgation, see WAC 173-400- 
070. 

18-04-075 Emission standards for sources emitting hazardous air 
poliutants. [Order DE 76-11, § 18-04-075, filed 4/14/76; 
Order DE 76-10, § 18-04-075, filed 2/25/76; Order 74-16, 
§ 18-04-075, filed 7/22/74.] Repealed by Order DE 76- 
38, filed 12/21/76. Later promulgation, see WAC 173- 
400-075. 
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18-04-140 


18-04-150 


18-06-010 


18-06-020 


18-06-030 


18-06-040 


18-06-050 


18-06-900 


Compliance schedules. [Order 72-29, § 18-04-080, filed 
1/22/73; Order 72-6, § 18-04-080, filed 1/24/72, 2/2/72] 
Repealed by Order DE 76-38, filed 12/21/76. Later 
promulgation, see WAC 173-400-080. 

Sensitive area designation. [Order 72-6, § 18-04-090, 
filed 1/24/72, 2/2/72.] Repealed by Order DE 76-38, filed 
12/21/76. Later promulgation, see WAC 173-400-090, 
Registration. [Order 74-16, § 18-04-100, filed 7/22/74; 
Order DE 73-17, § 18-04-100, filed 9/5/73; Order 72-19, 
§ 18-04-100, filed 7/18/72; Order 72-6, § 18-04-100, filed 
1/24/72, 2/2/72.] Repealed by Order DE 76-38, filed 
12/21/76, Later promulgation, see WAC 173-400-100. 
Notice of construction. [Order 74-16, § 18-04-110, filed 
7/22/74; Order DE 73-17, § 18-04-110, filed 9/5/73; Order 
72-6, § 18-04-110, filed 1/24/72, 2/2/72.] Repealed by 
Order DE 76-38, filed 12/21/76. Later promulgation, see 
WAC 173-400-110. 

Standards of performance for new stationary sources. 
[Order DE 74-39, § 18-04-115, filed 1/27/75.] Repealed 
by Order DE 76-38, filed 12/21/76. Later promulgation, 
see WAC 173-400-115. 

Monitoring and special reporting. [Order 72-6, § 18-04- 
120, filed 1/24/72, 2/2/72.] Repealed by Order DE 76-38, 
filed 12/21/76. Later promulgation, see WAC 173-400- 
120. 

Regulatory actions. [Order 72-6, § 18-04-130, filed 
1/24/72, 2/2/72.] Repealed by Order DE 76-38, filed 
12/21/76. Later promulgation, see WAC 173-400-130. 
Appeals. [Order 72-6, § 18-04-140, filed 1/24/72, 2/2/72.] 
Repealed by Order DE 76-38, filed 12/21/76. Later 
promulgation, see WAC 173-400-140. 

Variance. [Order 72-6, § 18-04-150, filed 1/24/72, 
2/2/72.) Repealed by Order DE 76-38, filed 12/21/76. 
Later promulgation, see WAC 173-400-150. 


Chapter 18-06 
SENSITIVE AREAS 


Purpose, [Order 72-23, § 18-06-010, filed 11/22/72.] 
Repealed by 87-19-076 (Order 87-15), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW, 

Applicability. [Order 72-23, § 18-06-020, filed 11/22/72.] 
Repealed by 87-19-076 (Order 87-15), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Definitions. [Order 72-23, § 18-06-030, filed 11/22/72.] 
Repealed by 87-19-076 (Order 87-15), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Sensitive areas designated. [Order 72-23, § 18-06-040, 
filed 11/22/72.] Repealed by 87-19-076 (Order 87-15), 
filed 9/16/87. Statutory Authority: Chapter 70.94 RCW. 
Standards. [Order 72-23, § 18-06-050, filed 11/22/72.] 
Repealed by 87-19-076 (Order 87-15), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Appendix A—Map. [Order 72-23, Appendix A (codified 
as WAC 18-06-900), filed 11/22/72.] Repealed by 87-19- 
076 (Order 87-15), filed 9/16/87. Statutory Authority: 
Chapter 70.94 RCW. 


Reviser’s note: Later promulgation, see chapter 173-440 WAC. 


18-08-010 


18-08-020 


Chapter 18-08 
EMERGENCY EPISODE PLAN 


Purpose. [Order 72-4, § 18-08-010, filed 1/24/72, 2/2/72.] 
Repealed by Order DE 77-21, filed 10/31/77. 
Definitions. [Order 72-4, § 18-08-020, filed 1/24/72, 
2/2/72] Repealed by Order DE 77-21, filed 10/31/77. 
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Title 18 WAC: Air Pollution 


Episode stage criteria. [Order 72-4, § 18-08-030, filed 
1/24/72, 2/2/72.] Repealed by Order DE 77-21, filed 
10/31/77. 

Source emission reduction plans. [Order 72-4, § 18-08- 
040, filed 1/24/72, 2/2/72.] Repealed by Order DE 77-21, 
filed 10/31/77. 

Action procedures. [Order 72-4, § 18-08-050, filed 
1/24/72, 2/2/72.] Repealed by Order DE 77-21, filed 
10/31/77. 

Enforcement. [Order 72-4, § 18-08-060, filed 1/24/72, 
2/2/72.) Repealed by Order DE 77-21, filed 10/31/77. 


Reviser’s note: Later promulgation, see chapter 173-435 WAC. 


18-12-010 


18-12-020 


18-12-030 


18-12-035 
18-12-040 
18-12-045 
18-12-050 
18-12-055 
18-12-060 
18-12-065 


18-12-070 


18-12-075 
18-12-080 
18-12-085 


18-12-090 


18-12-095 


18-12-100 


18-12-110 


18-12-120 


Chapter 18-12 
OPEN BURNING 


Purpose. [Order 72-2, § 18-12-010, filed 1/24/72, 2/2/72.] 
Repealed by Order DE 77-19, filed 10/24/77. Later 
promulgation, see chapter 173-425 WAC. 
Applicability. [Order DE 73-16, § 18-12-020, filed 
9/5/73; Order 72-2, § 18-12-020, filed 1/24/72, 2/2/72.] 
Repealed by Order DE 77-19, filed 10/24/77. Later 
promulgation, see chapter 173-425 WAC. 

Definitions. [Order DE 73-16, § 18-12-030, filed 9/5/73; 
Order DE 73-1, § 18-12-030, filed 2/9/73, Order 72-2, § 
18-12-030, filed 1/24/72, 2/2/72.) Repealed by Order DE 
77-19, filed 10/24/77. Later promulgation, see chapter 
173-425 WAC. 

Episodes. [Order DE 73-16, § 18-12-035, filed 9/5/73.] 
Repealed by Order DE 77-19, filed 10/24/77. Later 
promulgation, see chapter 173-425 WAC. 

Permits and restrictions. [Order DE 73-1, § 18-12-040, 
filed 2/9/73; Order 72-2, § 18-12-040, filed 1/24/72, 
2/2/72.] Repealed by Order De 73-16, filed 9/5/73. 
Prohibited materials. [Order DE 73-16, § 18-12-045, filed 
9/5/73.) Repealed by Order DE 77-19, filed 10/24/77. 
Later promulgation, see chapter 173-425 WAC. 
Department of natural resources—Smoke management 
plan. [Order 72-2, § 18-12-050, filed 1/24/72, 2/2/72.] 
Repealed by Order DE 73-16, filed 9/5/73. 

Exceptions, [Order DE 73-16, § 18-12-055, filed 9/5/73.] 
Repealed by Order DE 77-19, filed 10/24/77. Later 
promulgation, see chapter 173-425 WAC. 

Notice of violation, [Order 72-2, § 18-12-060, filed 
1/24/72, 2/2/72.] Repealed by Order DE 73-16, filed 
9/5/73. 

Residential open burning. [Order DE 73-16, § 18-12-065, 
filed 9/5/73.] Repealed by Order DE 77-19, filed 
10/24/77. Later promulgation, see chapter 173-425 WAC. 
Remedies. [Order 72-2, § 18-12-070, filed 1/24/72, 
2/2/72.) Repealed by Order DE 73-16, filed 9/5/73. 
Commercial open burning. [Order DE 73-16, § 18-12- 
075, filed 9/5/73.] Repealed by Order DE 77-19, filed 
10/24/77. Later promulgation, see chapter 173-425 WAC. 
Exemptions. [Order DE 73-1, § 18-12-080, filed 2/9/73; 
Order 72-2, § 18-12-080, filed 1/24/72, 2/2/72.] Repealed 
by Order DE 73-16, filed 9/5/73. 

Agricultural open burning.. [Order DE 73-16, § 18-12- 
085, filed 9/5/73.] Repealed by Order DE 77-19, filed 
10/24/77, Later promulgation, see chapter 173-425 WAC. 
Alternate technology. [Order DE 73-1, § 18-12-090, filed 
2/9/73.] Repealed by Order DE 73-16, filed 9/5/73. 

No burn area designation. [Order DE 73-16, § 18-12-095, 
filed 9/5/73.] Repealed by Order DE 77-19, filed 
10/24/77. Later promulgation, see chapter 173-425 WAC. 
Delegation of agricultural open burning program. [Order 
DE 73-16, § 18-12-100, filed 9/5/73.] Repealed by Order 
DE 77-19, filed 10/24/77. Later promulgation, see chapter 
173-425 WAC. 

Certification of alternatives to open burning. [Order DE 
75-19, § 18-12-110, filed 9/3/75; Order DE 73-16, § 18- 
12-110, filed 9/5/73.] Repealed by Order DE 77-19, filed 
10/24/77. Later promulgation, see chapter 173-425 WAC. 
Department of natural resources—Smoke management 
plan. (Order DE 73-16, § 18-12-120, filed 9/5/73.} 
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Repealed by Order DE 77-19, filed 10/24/77. Later 
promulgation, see chapter. 173-425 WAC. 

Notice of violation. [Order DE 73-16, § 18-12-130, filed 
9/5/73.] Repealed by Order DE 77-19, filed 10/24/77. 
Later promulgation, see chapter 173-425 WAC, 
Remedies. [Order DE 73-16, § 18-12-140, filed 9/5/73.] 
Repealed by Order DE 77-19, filed 10/24/77. Later 
promulgation, see chapter 173-425 WAC. 


Chapter 18-16 


BURNING OF FIELD AND TURF GRASSES 


GROWN FOR SEED 


Purpose. [Order 73-18, § 18-16-010, filed 9/5/73; Order 
72-5, § 18-16-010, filed 1/24/72, 2/2/72.] Repealed by 
Order DE 77-20, filed 11/9/77. Later promulgation, see 
chapter 173-430 WAC. 

Definitions, [Order 74-2, § 18-16-020, filed 4/1/74; Order 
72-5, § 18-16-020, filed 1/24/72, 2/2/72.] Repealed by 
Order DE 77-20, filed 11/9/77. Later promulgation, see 
chapter 173-430 WAC. 

Compliance program. [Order 73-18, § 18-16-030, filed 
9/5/73; Order 72-5, § 18-16-030, filed 1/24/72, 2/2/72.] 
Repealed by Order DE 77-20, filed 11/9/77. Later 
promulgation, see chapter 173-430 WAC, 

Mobile field burners. [Order 72-5, § 18-16-040, filed 
1/24/72, 2/2/72.] Repealed by Order DE 77-20, filed 
11/9/77. Later promulgation, see chapter 173-430 WAC. 
Other approvals, [Order 72-5, § 18-16-050, filed 1/24/72, 
2/2/72. Repealed by Order DE 77-20, filed 11/9/77. 
Later promulgation, see chapter 173-430 WAC. 

Study of alternates. [Order 73-18, § 18-16-060, filed 
9/5/73,] Repealed by Order DE 77-20, filed 11/9/77. 
Later promulgation, see chapter 173-430 WAC. 

Fees. [Order 73-18, § 18-16-070, filed 9/5/73.] Repealed 
by Order DE 77-20, filed 11/9/77, Later promulgation, 
see chapter 173-430 WAC, 

Certification of alternates, [Order 73-18, § 18-16-080, 
filed 9/5/73.] Repealed by Order DE 77-20, filed 11/9/77. 
Later promulgation, see chapter 173-430 WAC. 


Chapter 18-20 


ESTABLISHING REQUIREMENTS FOR THE RECEIPT OF 


18-20-010 


18-20-020 


18-20-030 


18-20-040 


18-20-050 


18-20-060 


18-20-070 


STATE FINANCIAL AID 


Standards of purpose and applicability. [Order 7, § 18-20- 
010, filed 6/18/69; Regulation 18-20-010, filed 1/3/68.] 
Repealed by 87-19-077 (Order 87-16), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW, Later promul- 
gation, see WAC 173-450-010. 

Definitions. [Order 7, § 18-20-020, filed 6/18/69; Regula- 
tion 18-20-020, filed 1/3/68.] Repealed by 87-19-077 
(Order 87-16), filed 9/16/87, Statutory Authority: 
Chapter 70.94 RCW. Later promulgation, see WAC 173- 
450-020. 

Limitations. [Order 7, § 18-20-030, filed 6/18/69; Regula- 
tion 18-20-030, filed 1/3/68.] Repealed by 87-19-077 
(Order 87-16), filed 9/16/87. Statutory Authority: 
Chapter 70.94 RCW, Later promulgation, see WAC 173- 
450-030. 

Applications, [Regulation 18-20-040, filed 1/3/68.] 
Repealed by 87-19-077 (Order 87-16), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. Later promul- 
gation, see WAC 173-450-040. 

Workable program. [Regulation 18-20-050, filed 1/3/68.] 
Repealed by 87-19-077 (Order 87-16), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. Later promul- 
gation, see WAC 173-450-050. 

Grant conditions. [Order 7, § 18-20-060, filed 6/18/69; 
Regulation 18-20-060, filed 1/3/68.] Repealed by 87-19- 
077 (Order 87-16), filed 9/16/87. Statutory Authority: 
Chapter 70.94 RCW. Later promulgation, see WAC 173- 
450-060. 


. Payments. [Regulation 18-20-070, filed 1/3/68.] Repealed 


by 87-19-077 (Order 87-16), filed 9/16/87. Statutory 
Authority: Chapter 70.94 RCW. Later promulgation, see 
WAC 173-450-070. 
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Air Pollution 


Changes, amendments and supplemental state financial 
aid. [Order 7, § 18-20-080, filed 6/18/69; Regulation 18- 
20-080, filed 1/3/68.] Repealed by 87-19-077 (Order 87- 
16), filed 9/16/87. Statutory Authority; Chapter 70.94 
RCW. Later promulgation, see WAC 173-450-080. 
Termination. [Regulation 18-20-090, filed 1/3/68.] 
Repealed by 87-19-077 (Order 87-16), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. Later promul- 
gation, see WAC 173-450-090. 

Federal grants. [Order 7, § 18-20-100, filed 6/18/69; 
Regulation 18-20-100, filed 1/3/68.] Repealed by 87-19- 
077 (Order 87-16), filed 9/16/87. Statutory Authority: 
Chapter 70.94 RCW. Later promulgation, see WAC 173- 
450-100. 


Chapter 18-24 
ASSUMPTION OF JURISDICTION 
OVER MOTOR VEHICLES— 
EMISSION CONTROL SYSTEMS 


Statement of purpose and applicability. [Order 73-12, § 
18-24-010, filed 10/10/73; Order, § 18-24-010, filed 
5/7/68.] Repealed by 87-19-078 (Order 87-17), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. Later 
promulgation, see WAC 173-421-010. 

Definitions. [Order DE 75-13, § 18-24-020, filed 6/18/75; 
Order 74-8, § 18-24-020, filed 5/17/74, effective 8/15/74; 
Order 73-12, § 18-24-020, filed 10/10/73; Order, § 18-24- 
020, filed 5/7/68.] Repealed by 87-19-078 (Order 87-17), 
filed 9/16/87. Statutory Authority: Chapter 70.94 RCW. 
Later promulgation, see WAC 173-421-030. 

Assumption of jurisdiction. [Order DE 75-13, § 18-24- 
030, filed 6/18/75; Order 73-12, § 18-24-030, filed 
10/10/73; Order, § 18-24-030, filed 5/7/68.] Repealed by 
87-19-078 (Order 87-17), filed 9/16/87. Statutory Author- 
ity: Chapter 70.94 RCW. Later promulgation, see WAC 
173-421-020. 

Standards of motor vehicles. [Order, § 18-24-040, filed 
5/7/68.] Repealed by 87-19-078 (Order 87-17), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. Later 
promulgation, see WAC 173-421-100. 

Effective date. [Order 74-8, § 18-24-050, filed 5/17/74, 
effective 8/15/74; Order, § 18-24-050, filed 5/7/68.] 
Repealed by Order DE 75-13, filed 6/18/75. 
Delegation. [Order 74-8, § 18-24-060, filed 5/17/74, 
effective 8/15/74; Order 73-12, § 18-24-060, filed 
10/10/73.] Repealed by Order DE 75-13, filed 6/18/75. 
Applicability of complex source provisions. [Order 74-8, 
§ 18-24-070, filed 5/17/74, effective 8/15/74; Order 73-12, 
§ 18-24-070, filed 10/10/73.] Repealed by Order DE 75- 
13, filed 6/18/75. 

Fee. [Order 73-12, § 18-24-080, filed 10/10/73.] Re- 
pealed by Order DE 75-13, filed 6/18/75. 

Review of proposed construction or modification. [Order 
74-8, § 18-24-090, filed 5/17/74, effective 8/15/74; Order 
73-12, § 18-24-090, filed 10/10/73.] Repealed by Order 
DE 75-13, filed 6/18/75. 

Duration of approval orders. [Order 74-8, § 18-24-100, 
filed 5/17/74, effective 8/15/74; Order 73-12, § 18-24-100, 
filed 10/10/73.] Repealed by Order DE 75-13, filed 
6/18/75. 

General responsibilities. [Order 74-8, § 18-24-110, filed 
5/17/74, effective 8/15/74; Order 73-12, § 18-24-110, filed 
10/10/73.] Repealed by Order DE 75-13, filed 6/18/75. 
Information in environmental impact statements. [Order 
73-12, § 18-24-120, filed 10/10/73.] Repealed by Order 
DE 75-13, filed 6/18/75. 

Sanctions. [Order 73-12, § 18-24-130, filed 10/10/73.] 
Repealed by Order DE 75-13, filed 6/18/75. 
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Chapter 18-28 
INFORMATIONAL REPORTING BY 


THERMAL POWER PLANTS—ALUMINUM PLANTS— 


18-28-010 


18-28-020 


18-28-030 


18-28-040 


18-28-050 


18-32-009 


18-32-010 


18-32-020 


18-32-030 


18-32-040 


18-32-050 


18-32-060 


18-32-990 


18-32-99001 


CHEMICAL WOOD PULP MILLS 


Statement of purpose and applicability. [Order 4, § 18-28- 
010, filed 6/6/68.] Repealed by 87-19-079 (Order 87-18), 
filed 9/16/87. Statutory Authority: Chapter 70.94 RCW. 
Definitions. [Order 4, § 18-28-020, filed 6/6/68.] Re- 
pealed by 87-19-079 (Order 87-18), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Submission of information. [Order 4, § 18-28-030, filed 
6/6/68.] Repealed by 87-19-079 (Order 87-18), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. 
Interim procedure. [Order 4, § 18-28-040, filed 6/6/68.] 
Repealed by 87-19-079 (Order 87-18), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Confidential information. [Order 4, § 18-28-050, filed 
6/6/68.] Repealed by 87-19-079 (Order 87-18), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. 


Chapter 18-32 
CARBON MONOXIDE 


Preamble. [Order 72-7, § 18-32-010 (codified as WAC 
18-32-009), filed 1/24/72.] Repealed by 80-03-071 (Order 
DE 79-36), filed 2/29/80. Statutory Authority: RCW 
43.21A.080, 70.94.331, 70.120.030, and 70.120.120. See 
chapter 173-475 WAC. 

Definitions. [Order 72-7, § 18-32-020 (codified as WAC 
18-32-010), filed 1/24/72, 2/2/72; Order 6, § 18-32-010, 
filed 2/18/69.] Repealed by 80-03-071 (Order DE 79-36), 
filed 2/29/80. Statutory Authority: RCW 43.21A.080, 
70.94.331, 70.120.030, and 70.120.120. Later promulga- 
tion, see WAC 173-475-020. 

Air quality standard. [Order 72-7, § 18-32-030 (codified 
as WAC 18-32-020), filed 1/24/72, 2/2/72; Order 6, § 18- 
32-020, filed 2/18/69.] Repealed by 80-03-071 (Order DE 
79-36), filed 2/29/80. Statutory Authority: RCW 
43.21A.080, 70.94.331, 70.120.030, and 70.120.120. Later 
promulgation, see WAC 173-475-030. 

Air quality objective. [Order 72-7, § 18-32-040 (codified 
as WAC 18-32-030), filed 1/24/72, 2/2/72; Order 6, § 18- 
32-030, filed 2/18/69.] Repealed by 80-03-071 (Order DE 
79-36), filed 2/29/80. Statutory Authority: RCW 
43.21A.080, 70.94.331, 70.120.030, and 70.120.120. Later 
promulgation, see WAC 173-475-030, 

Method of measurement. [Order 6, § 18-32-040, filed 
2/18/69.] Repealed by 80-03-071 (Order DE 79-36), filed 
2/29/80. Statutory Authority: RCW 43.21A.080, 
70.94.331, 70.120.030, and 70.120.120. Later promulga- 
tion, see WAC 173-475-040. 

Reporting of data. [Order 72-7, § 18-32-060 (codified as 
WAC 18-32-050), filed 1/24/72, 2/2/72; Order 6, § 18-32- 
050, filed 2/18/69.] Repealed by 80-03-071 (Order DE 
79-36), filéd 2/29/80. Statutory Authority: RCW 
43.21A.080, 70.94.331, 70.120.030, and 70.120.120. Later 
promulgation, see WAC 173-475-050. 

Method of determination and reporting for continuous 
infrared analysis. [Order 72-7, § 18-32-070 (codified as 
WAC 18-32-060), filed 1/24/72, 2/2/72; Order 6, § 18-32- 
060, filed 2/18/69.] Repealed by 80-03-071 (Order DE 
79-36), filed 2/29/80. Statutory Authority: RCW 
43,21A.080, 70.94.331, 70.120.030, and 70.120.120. 
Appendix A—Suggested method of assembly. [Order 6, 
Appendix A (codified as WAC 18-32-990), filed 2/18/69.] 
Repealed by 80-03-071 (Order DE 79-36), filed 2/29/80. 
Statutory Authority: RCW 43.21A.080, 70.94.331, 
70.120.030, and 70.120.120. 

Appendix B—Suggested construction. [Order 6, Appendix 
B (codified as WAC 18-32-99001), filed 2/18/69.] 
Repealed by 80-03-071 (Order DE 79-36), filed 2/29/80. 
Statutory Authority: RCW 43.21 A.080, 70.94.331, 
70.120.030, and 70.120.120. 
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Title 18 WAC: Air Pollution 


Chapter 18-36 
KRAFT-PULPING MILLS 


Statement of policy and purpose. [Order DE 76-2, § 18- 
36-010, filed 2/5/76; Order 74-17, § 18-36-010, filed 
7/22/74; Order 8, § 18-36-010, filed 6/18/69.] Repealed 
by Order DE 76-22, filed 6/28/76. 

Statement of policy and purpose. [Order DE 76-22, § 18- 
36-011, filed 6/28/76.] Repealed by Order DE 76-35, 
filed 12/28/76. Later promulgation, see WAC 173-405- 
011. 

Definitions. [Order DE 76-2, § 18-36-020, filed 2/5/76; 
Order 74-17, § 18-36-020, filed 7/22/74; Order 8, § 18-36- 
020, filed 6/18/69.] Repealed by Order DE 76-22, filed 
6/28/76. 

Definitions. [Order DE 76-22, § 18-36-021, filed 
6/28/76.] Repealed by Order DE 76-35, filed 12/28/76. 
Later promulgation, see WAC 173-405-021. 

Specific emission standards. [Order DE 76-2, § 18-36- 
030, filed 2/5/76; Order 8, § 18-36-030, filed 6/18/69.] 
Repealed by Order DE 76-22, filed 6/28/76. 

Specific emission standards. [Order DE 76-22, § 18-36- 
031, filed 6/28/76.] Repealed by Order DE 76-35, filed 
12/28/76. Later promulgation, see WAC 173-405-031. 
General emission standards and nuisance control measures. 
[Order DE 76-2, § 18-36-035, filed 2/5/76.] Repealed by 
Order DE 76-22, filed 6/28/76. 

General emission standards and nuisance control measures. 
[Order DE 76-22, § 18-36-036, filed 6/28/76.] Repealed 
by Order DE 76-35, filed 12/28/76. Later promulgation, 
see WAC 173-405-036. 

Compliance. [Order DE 70-14, § 18-36-040, filed 2/9/71, 
effective 3/12/71; Order 8, § 18-36-040, filed 6/18/69.] 
Repealed by Order DE 76-35, filed 12/28/76. 
Compliance schedules—Individual mills. [Order 9, § 18- 
36-045, filed 3/17/70.] Repealed by Order DE 70-14, 
filed 2/9/71, effective 3/12/71. 

Public hearing. [Order 8, § 18-36-050, filed 6/18/69.} 
Repealed by Order DE 76-2, filed 2/5/76. 

More restrictive emission standards. [Order DE 76-2, § 
18-36-060, filed 2/5/76; Order 8, § 18-36-060, filed 
6/18/69.] Repealed by Order DE 76-22, filed 6/28/76. 
More restrictive emission standards. [Order DE 76-22, § 
18-36-061, filed 6/28/76.] Repealed by Order DE 76-35, 
filed 12/28/76. Later promulgation, see WAC 173-405- 
061. 

Monitoring and reporting. [Order DE 76-2, § 18-36-070, 
filed 2/5/76; Order 8, § 18-36-070, filed 6/18/69.] 
Repealed by Order DE 76-22, filed 6/28/76. 

Monitoring and reporting. [Order DE 76-22, § 18-36-071, 
filed 6/28/76.] Repealed by Order DE 76-35, filed 
12/28/76. Later promulgation, see WAC 173-405-071. 
Report of startup, shutdown, breakdown or upset condi- 
tion. [Order DE 76-2, § 18-36-075, filed 2/5/76.] Re- 
pealed by Order DE 76-22, filed 6/28/76. 

Report of startup, shutdown, breakdown or upset condi- 
tion, [Order DE 76-22, § 18-36-076, filed 6/28/76.] 
Repealed by Order DE 76-35, filed 12/28/76. Later 
promulgation, see WAC 173-405-076. 

Notice of construction. [Order DE 76-2, § 18-36-080, 
filed 2/5/76; Order 74-17, § 18-36-080, filed 7/22/74; 
Order 8, § 18-36-080, filed 6/18/69.] Repealed by Order 
DE 76-22, filed 6/28/76. 

Notice of construction. [Order DE 76-22, § 18-36-081, 
filed 6/28/76.] Repealed by Order DE 76-35, filed 
12/28/76, Later promulgation, see WAC 173-405-081. 
Special studies. [Order DE 76-2, § 18-36-090, filed 
2/5/76; Order 8, § 18-36-090, filed 6/18/69.] Repealed by 
Order DE 76-22, filed 6/28/76. 

Special studies. [Order DE 76-22, § 18-36-091, filed 
6/28/76.] Repealed by Order DE 76-35, filed 12/28/76. 
Later promulgation, see WAC 173-405-091. 

Exemption. [Order DE 76-2, § 18-36-100, filed 2/5/76; 
Order 8, § 18-36-100, filed 6/18/69.] Repealed by Order 
DE 76-22, filed 6/28/76. 
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Exemption. [Order DE 76-22, § 18-36-101, filed 6/28/76 
Repealed. by Order DE.76-35, filed 12/28/76, Later 
promulgation, see WAC 173-405-101. 


Chapter 18-38 
SULPHITE PULPING MILLS 


Statement of policy and purpose. [Order DE 76-3, § 18- 
38-010, filed 2/5/76; Order 72-1, § 18-38-010, filed 
1/24/72, 2/2/72.] Repealed by Order DE 76-23, filed 
6/28/76. 

Statement of policy and purpose. [Order DE 76-23, § 18- 
38-011, filed 6/28/76.] Repealed by Order DE 76-36, 
filed 12/28/76. Later promulgation, see WAC 173-410- 
011. 

Definitions. [Order DE 76-3, § 18-38-020, filed 2/5/76; 
Order 72-1, § 18-38-020, filed 1/24/72, 2/2/72.] Repealed 
by Order DE 76-23, filed 6/28/76. 

Definitions. [Order DE 76-23, § 18-38-021, filed 
6/28/76.] Repealed by Order DE 76-36, filed 12/28/76. 
Later promulgation, see WAC 173-410-021. 

Specific emission standards. [Order DE 76-3, § 18-38- 
030, filed 2/5/76; Order 72-1, § 18-38-030, filed 1/24/72, 
2/2/72.) Repealed by Order DE 76-23, filed 6/28/76. 
Specific emission standards. [Order DE 76-23, § 18-38- 
031, filed 6/28/76.) Repealed by Order DE 76-36, filed 
12/28/76. Later promulgation, see WAC 173-410-031. 
General emission standards and nuisance control measures, 
[Order DE 76-3, § 18-38-035, filed 2/5/76.] Repealed by 
Order DE 76-23, filed 6/28/76. 

General emission standards and nuisance control measures. 
[Order DE 76-23, § 18-38-036, filed 6/28/76.] Repealed 
by Order DE 76-36, filed 12/28/76. Later promulgation, 
see WAC 173-410-036. 

More restrictive emission standards. [Order DE 76-3, § 
18-38-040, filed 2/5/76; Order 72-1, § 18-38-040, filed 
1/24/72, 2/2/72.) Repealed by Order DE 76-23, filed 
6/28/76. 

More restrictive emission standards. [Order DE 76-23, § 
18-38-041, filed 6/28/76.] Repealed by Order DE 76-36, 
filed 12/28/76. Later promulgation, see WAC 173-410- 
041. 

Compliance. [Order DE 76-3, § 18-38-050, filed 2/5/76; 
Order 72-1, § 18-38-050, filed 1/24/72, 2/2/72.] Repealed 
by Order DE 76-23, filed 6/28/76. 

Compliance. [Order DE 76-23, § 18-38-051, filed 
6/28/76.] Repealed by Order DE 76-36, filed 12/28/76, 
Later promulgation, see WAC 173-410-051. 

Monitoring and reporting. [Order DE 76-3, § 18-38-060, 
filed 2/5/76; Order 72-1, § 18-38-060, filed 1/24/72, 
2/2/72.] Repealed by Order DE 76-23, filed 6/28/76. 
Monitoring and reporting. [Order DE 76-23, § 18-38-061, 
filed 6/28/76.] Repealed by Order DE 76-36, filed 
12/28/76. Later promulgation, see WAC 173-410-061. 
Report of startup, shutdown, breakdown or upset condi- 
tion. [Order DE 76-3, § 18-38-065, filed 2/5/76.] Re- 
pealed by Order DE 76-23, filed 6/28/76. 

Report of startup, shutdown, breakdown or upset condi- 
tion. [Order DE 76-23, § 18-38-066, filed 6/28/76.] 
Repealed by Order DE 76-36, filed 12/28/76. Later 
promulgation, see WAC 173-410-066. 

Special studies. [Order 72-1, § 18-38-070, filed 1/24/72, 
2/2/72.] Repealed by Order DE 76-36, filed 12/28/76. 
Exemptions. [Order DE 76-3, § 18-38-080, filed 2/5/76; 
Order 72-1, § 18-38-080, filed 1/24/72, 2/2/72.] Repealed 
by Order DE 76-23, filed 6/28/76. 

Exemptions. [Order DE 76-2, § 18-38-081, filed 6/28/76.] 
Repealed by Order DE 76-36, filed 12/28/76. Later 
promulgation, see WAC 173-410-091. 

Notice of construction. [Order DE 76-3, § 18-38-090, 
filed 2/5/76; Order 74-17, § 18-38-090, filed 8/29/74; 
Order 74-17, § 18-38-090, filed 7/22/74, Order 72-1, § 18- 
38-090, filed 1/24/72, 2/2/72.] Repealed by Order DE 76- 
23, filed 6/28/76. 

Notice of construction. [Order DE 76-23, § 18-38-091, 
filed 6/28/76.] Repealed by Order DE 76-36, filed 
12/28/76. Later promulgation, see WAC 173-410-081, 
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Chapter 18-40 
SUSPENDED PARTICULATE 


Preamble. [Order 72-7, § 18-40-010, filed 1/24/72, 
2/2/72; Order 10, § 18-40-010, filed 5/18/70.] Repealed 
by 87-19-080 (Order 87-19), filed 9/16/87. Statutory 
Authority: Chapter 70.94 RCW. Later promulgation, see 
chapter 173-470 WAC. 

Definitions, [Order 72-7, § 18-40-020, filed 1/24/72, 
2/2/72; Order 10, § 18-40-020, filed 5/18/70.] Repealed 
by 87-19-080 (Order 87-19), filed 9/16/87. Statutory 
Authority: Chapter 70.94 RCW. 

Air quality standard. [Order 72-7, § 18-40-030, filed 
1/24/72, 2/2/72; Order 10, § 18-40-030, filed 5/18/70.] 
Repealed by 87-19-080 (Order 87-19), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Air quality objective. [Order 72-7, § 18-40-040, filed 
1/24/72, 2/2/72; Order 10, § 18-40-040, filed 5/18/70.] 
Repealed by 87-19-080 (Order 87-19), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Method of measurement. [Order 72-7, § 18-40-050, filed 
1/24/72, 2/2/72; Order 10, § 18-40-050, filed 5/18/70.] 
Repealed by 87-19-080 (Order 87-19), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Reporting of data. [Order DE 73-1, § 18-40-060, filed 
2/9/73; Order 72-7, § 18-40-060, filed 1/24/72, 2/2/72; 
Order 10, § 18-40-060, filed 5/18/70.] Repealed by 87- 
19-080 (Order 87-19), filed 9/16/87. Statutory Authority: 
Chapter 70.94 RCW. 

Appendix I—High volume sampling schedule. [Order 10, 
Appendix I (codified as WAC 18-40-990), filed 5/18/70.] 
Repealed by 87-19-080 (Order 87-19), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Appendix II—Method of determination and reporting. 
[Order 10, Appendix II (codified as WAC 18-40-991), 
filed 5/18/70.] Repealed by 87-19-080 (Order 87-19), 
filed 9/16/87. Statutory Authority: Chapter 70.94 RCW. 


Chapter 18-44 
PARTICLE FALLOUT 


Preamble. [Order 72-7, § 18-44-010, filed 1/24/72, 
2/2/72; Order 11, § 18-44-010, filed 5/18/70.] Repealed 
by 87-19-081 (Order 87-20), filed 9/16/87. Statutory 
Authority: Chapter 70.94 RCW. 

Definitions. [Order 72-7, § 18-44-020, filed 1/24/72, 
2/2/72; Order 11, § 18-44-020, filed 5/18/70.] Repealed 
by 87-19-081 (Order 87-20), filed 9/16/87. Statutory 
Authority: Chapter 70.94 RCW. 

Air quality standard. [Order 11, § 18-44-030, filed 
5/18/70.] Repealed by 87-19-081 (Order 87-20), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. 

Air quality objective. [Order 72-7, § 18-44-040, filed 
1/24/72, 2/2/72; Order 11, § 18-44-040, filed 5/18/70.] 
Repealed by 87-19-081 (Order 87-20), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Method of measurement and analysis. [Order 72-7, § 18- 
44-050, filed 1/24/72, 2/2/72; Order 11, § 18-44-050, filed 
5/18/70.] Repealed by 87-19-081 (Order 87-20), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. 
Reporting of data. [Order 72-7, § 18-44-060, filed 
1/24/72, 2/2/72; Order 11, § 18-44-060, filed 5/18/70.] 
Repealed by 87-19-081 (Order 87-20), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Appendix I—~Collection and analysis of particle fallout. 
[Order 11, Appendix I (codified as WAC 18-44-990), filed 
5/18/70.] Repealed by 87-19-081 (Order 87-20), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. 


Chapter 18-46 
PHOTOCHEMICAL OXIDANT— 


HYDROCARBONS—NITROGEN DIOXIDE 


Preamble. [Order 72-3, § 18-46-010, filed 1/24/72, 
2/2/72.) Repealed by 80-03-071 (Order DE 79-36), filed 
2/29/80. Statutory Authority: RCW 43.21A.080, 
70.94.331, 70.120.030, and 70.120.120. See chapter 173- 
475 WAC. 


18-46-020 


18-46-030 


18-46-040 


18-46-050 


18-48-010 


18-48-020 


18-48-030 


18-48-040 


18-48-050 


18-48-060 


18-48-070 


18-48-080 


18-48-090 


18-48-100 


18-48-110 


18-48-120 


18-48-130 


18-48-140 


18-48-150 


18-48-900 


18-52-010 


Title 18 


Definitions. [Order 72-3, § 18-46-020, filed 1/24/72, 
2/2/72.] Repealed by 80-03-071 (Order DE 79-36), filed 
2/29/80. Statutory Authority: RCW 43.21A.080, 
70.94.331, 70.120.030, and 70.120.120. Later promulga- 
tion, see WAC 173-475-020. 

Air quality standards. [Order 72-3, § 18-46-030, filed 
1/24/72, 2/2/72.] Repealed by 80-03-071 (Order DE 79- 
36), filed 2/29/80. Statutory Authority: RCW 
43.21A.080, 70.94.331, 70.120.030, and 70.120.120. Later 
promulgation, see WAC 173-475-030. 

Measurement. [Order 72-3, § 18-46-040, filed 1/24/72, 
2/2/72] Repealed by 80-03-071 (Order DE 79-36), filed 
2/29/80. Statutory Authority: RCW 43.21A.080, 
70.94.331, 70.120.030, and 70.120.120. Later promulga- 
tion, see WAC 173-475-030 and 173-475-040. 
Reporting of data. [Order 72-3, § 18-46-050, filed 
1/24/72, 2/2/72.] Repealed by 80-03-071 (Order DE 79- 
36), filed 2/29/80. Statutory Authority: RCW 
43.21A.080, 70.94.331, 70.120.030, and 70.120.120. Later 
promulgation, see WAC 173-475-050. 


Chapter 18-48 
FLUORIDES 


Policy limitations. [Order 15, § 18-48-010, filed 5/28/70.] 
Repealed by Order DE 70-9, filed 1/5/71. 

Definitions. [Order 15, § 18-48-020, filed 5/28/70.] 
Repealed by Order DE 70-9, filed 1/5/71. 

Intent of regulations, [Order 15, § 18-48-030, filed 
5/28/70.] Repealed by Order DE 70-9, filed 1/5/71. 
Forage standards. [Order 15, § 18-48-040, filed 5/28/70.] 
Repealed by Order DE 70-9, filed 1/5/71. 


Ambient air standards. [Order 15, § 18-48-050, filed ` 


5/28/70.] Repealed by Order DE 70-9, filed 1/5/71. 
Compliance with standards. [Order 15, § 18-48-060, filed 
5/28/70.] Repealed by Order DE 70-9, filed 1/5/71. 
Sampling and analysis. [Order 15, § 18-48-070, filed 
5/28/70.] Repealed by Order DE 70-9, filed 1/5/71. 
Preamble. [Order DE 70-9, § 18-48-080, filed 1/5/71.] 
Repealed by 87-19-073 (Order 87-21), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. Later promul- 
gation, see chapter 173-481 WAC. 

Policy limitations. [Order DE 70-9, § 18-48-090, filed 
1/5/71.] Repealed by 87-19-073 (Order 87-21), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. 
Definitions. [Order DE 70-9, § 18-48-100, filed 1/5/71.] 
Repealed by 87-19-073 (Order 87-21), filed 9/16/87. 
Statutory Authority: Chapter 70.94 RCW. 

Intent of regulations. [Order DE 70-9, § 18-48-110, filed 
1/5/71,] Repealed by 87-19-073 (Order 87-21), filed 
9/16/87, Statutory Authority: Chapter 70.94 RCW. 
Forage standards. [Order DE 70-9, § 18-48-120, filed 
1/5/71.] Repealed by 87-19-073 (Order 87-21), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. 
Ambient air standards, [Order DE 70-9, § 18-48-130, 
filed 1/5/71.] Repealed by 87-19-073 (Order 87-21), filed 
9/16/87, Statutory Authority: Chapter 70.94 RCW. 
Compliance with standards. [Order DE 70-9, § 18-48-140, 
filed 1/5/71.] Repealed by 87-19-073 (Order 87-21), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. 
Sampling and analysis. [Order DE 70-9, § 18-48-150, 
filed 1/5/71.] Repealed by 87-19-073 (Order 87-21), filed 
9/16/87. Statutory Authority: Chapter 70.94 RCW. 
Appendix I—Methods of collection and analysis for 
fluorides in forage and ambient air. [Order 15, Appendix 
I (codified as WAC 18-48-900), filed 5/28/70.] Repealed 
by 87-19-073 (Order 87-21), filed 9/16/87. Statutory 
Authority: Chapter 70.94 RCW. 


Chapter 18-52 
PRIMARY ALUMINUM PLANTS 


Statement of purpose. [Order 12, § 18-52-010, filed 
5/18/70.] Repealed by 80-11-028 (Order DE 80-17), filed 
8/14/80. Statutory Authority: RCW 70.94.331 and 
70.94.395. Later promulgation, see WAC 173-415-010. 
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Title 18 WAC: Air Pollution 


Objectives. [Order DE 76-4, § 18-52-015, filed 2/5/76; 
Order 12; '§°18-52-015; filed-5/18/70:-}- Repealed by. Order 
DE 76-24, filed 6/28/76. 

Objectives. [Order DE 76-24, § 18-52-016, filed 6/28/76.] 
Repealed by 80-11-028 (Order DE 80-17), filed 8/14/80. 
Statutory Authority: RCW 70.94.331 and 70.94.395. 
Definitions. [Order DE 76-4, § 18-52-020, filed 2/5/76; 
Order 12, § 18-52-020, filed 5/18/70.] Repealed by Order 
DE 76-24, filed 6/28/76. 

Definitions. [Statutory Authority: RCW 43.21A.080, 
70.94.110, 70.94.152, and 70.94.331. 80-04-048 (Order 
DE 80-6), § 18-52-021, filed 3/21/80; Order DE 76-24, § 
18-52-021, filed 6/28/76.] Repealed by 80-11-028 (Order 
DE 80-17), filed 8/14/80. Statutory Authority: RCW 
70.94.331 and 70.94.395. Later promulgation, see WAC 
173-415-020. 

Emission standards. [Order DE 76-4, § 18-52-030, filed 
2/5/76; Order 14, § 18-52-030, filed 5/28/70; Order 12, § 
18-52-030, filed 5/18/70.] Repealed by Order DE 76-24, 
filed 6/28/76. 

Emission standards. [Order DE 76-24, § 18-52-031, filed 
6/28/76.] Repealed by 80-11-028 (Order DE 80-17), filed 
8/14/80. Statutory Authority; RCW 70.94.331 and 
70.94.395, Later promulgation, see WAC 173-415-030. 
Nuisance control measures. [Order DE 76-4, § 18-52-035, 
filed 2/5/76.] Repealed by Order DE 76-24, filed 6/28/76. 
Nuisance control measures. [Order DE 76-24, § 18-52- 
036, filed 6/28/76.] Repealed by 80-11-028 (Order DE 
80-17), filed 8/14/80. Statutory Authority: RCW 
70.94.331 and 70.94.395. 

Revision of emission standards. [Order DE 76-4, § 18-52- 
040, filed 2/5/76; Order 12, § 18-52-040, filed 5/18/70.] 
Repealed by Order DE 76-24, filed 6/28/76. 

Revision of emission standards. [Statutory Authority: 
RCW 43.21A.080, 70.94.110, 70.94.152, and 70.94.331. 
80-04-048 (Order DE 80-6), § 18-52-041, filed 3/21/80; 
Order DE 76-24, § 18-52-041, filed 6/28/76.] Repealed 
by 80-11-028 (Order DE 80-17), filed 8/14/80. Statutory 
Authority: RCW 70.94.331 and 70.94.395. 

Compliance. [Order DE 70-14, § 18-52-050, filed 2/9/71, 
effective 3/12/71; Order 12, § 18-52-050, filed 5/18/70.] 
Repealed by 80-04-048 (Order DE 80-6), filed 3/21/80. 
Statutory Authority: RCW 43.21A.080, 70.94.110, 
70.94.152, and 70.94.331. 

Standards of performance. [Statutory Authority: RCW 
43.21A.080, 70.94.110, 70.94.152, and 70.94.331. 80-04- 
048 (Order DE 80-6), § 18-52-051, filed 3/21/80.] 
Repealed by 80-11-028 (Order DE 80-17), filed 8/14/80. 
Statutory Authority: RCW 70.94.331 and 70.94.395. 
Later promulgation, see WAC 173-415-040. - 

New source review. [Statutory Authority: RCW 
43.21A.080, 70.94.110, 70.94.152, and 70.94.331. 80-04- 
048 (Order DE 80-6), § 18-52-056, filed 3/21/80.] 
Repealed by 80-11-028 (Order DE 80-17), filed 8/14/80. 
Statutory Authority: RCW 70.94.331 and 70.94.395., 
Later promulgation, see WAC 173-415-050. 

Monitoring. [Order DE 76-4, § 18-52-060, filed 2/5/76; 
Order 12, § 18-52-060, filed 5/18/70.] Repealed by Order 
DE 76-24, filed 6/28/76. 

Monitoring. [Order DE 76-24, § 18-52-061, filed 
6/28/76.} Repealed by 80-11-028 (Order DE 80-17), filed 
8/14/80. Statutory Authority: RCW 70.94.331 and 
70.94.395. Later promulgation, see WAC 173-415-060. 
Reporting. [Order DE 76-4, § 18-52-070, filed 2/5/76; 
Order 74-17, § 18-52-070, filed 7/22/74; Order 12, § 18- 
52-070, filed 5/18/70.) Repealed by Order DE 76-24, 
filed 6/28/76. 

Reporting. [Order DE 76-24, § 18-52-071, filed 6/28/76.] 
Repealed by 80-11-028 (Order DE 80-17), filed 8/14/80. 
Statutory Authority: RCW 70.94.331 and 70.94.395. 
Later promulgation, see WAC 173-415-060. 

Report of startup, shutdown, breakdown or upset condi- 
tion. [Order DE 76-4, § 18-52-075, filed 2/5/76.] Re- 
pealed by Order DE 76-24, filed 6/28/76. 

Report of startup, shutdown, breakdown or upset condi- 
tion. [Order DE 76-24, § 18-52-076, filed 6/28/76.] 
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18-52-077 


18-52-080 


18-52-086 


18-52-090 


18-52-091 


18-56-010 


18-56-020 


18-56-030 


18-56-040 


18-56-050 


18-56-060 


18-56-990 


Repealed by 80-04-048 (Order DE 80-6), filed 3/21/80. 
Statutory Authority: RCW 43.21A.080, 70.94.110, 
70.94.152, and 70.94.331. 

Abnormal operations or upset conditions. [Statutory 
Authority: RCW 43.21A.080, 70.94.110, 70.94.152, and 
70.94.331. 80-04-048 (Order DE 80-6), § 18-52-077, filed 
3/21/80.] Repealed by 80-11-028 (Order DE 80-17), filed 
8/14/80. Statutory Authority: RCW 70.94.331 and 
70.94.395. Later promulgation, see WAC 173-415-070. 
Special studies. [Order 12, § 18-52-080, filed 5/18/70.] 
Repealed by 80-11-028 (Order DE 80-17), filed 8/14/80. 
Statutory Authority: RCW 70.94.331 and 70.94.395. 
Emission inventory. [Statutory Authority: RCW 
43.21A.080, 70.94.110, 70.94.152, and 70.94.331. 80-04- 
048 (Order DE 80-6), § 18-52-086, filed 3/21/80.] 
Repealed by 80-11-028 (Order DE 80-17), filed 8/14/80. 
Statutory Authority: RCW 70.94.331 and 70.94.395. 
Later promulgation, see WAC 173-415-080. 

Notice of construction. [Order DE 76-4, § 18-52-090, 
filed 2/5/76; Order 74-17, § 18-52-090, filed 7/22/74] 
Repealed by Order DE 76-24, filed 6/28/76. 

Notice of construction. [Order DE 76-24, § 18-52-091, 
filed 6/28/76.] Repealed by 80-04-048 (Order DE 80-6), 
filed 3/21/80. Statutory Authority: RCW 43.21A.080, 
70.94.110, 70.94.152, and 70.94.331, 


Chapter 18-56 
SULFUR OXIDE STANDARDS 


Preamble. [Order 72-7, § 18-56-010, filed 1/24/72, 
2/2/72; Order 13, § 18-56-010, filed 5/18/70.] Repealed 
by 87-20-020 (Order 87-22), filed 9/30/87. Statutory 
Authority: Chapter 70.94 RCW. 

Definitions. [Order 72-7, § 18-56-020, filed 1/24/72, 
2/2/72; Order 13, § 18-56-020, filed 5/18/70.] Repealed 
by 87-20-020 (Order 87-22), filed 9/30/87. Statutory 
Authority: Chapter 70.94 RCW. 

Air quality standards. [Order 72-7, § 18-56-030, filed 
1/24/72, 2/2/72; Order 13, § 18-56-030, filed 5/18/70.] 
Repealed by 87-20-020 (Order 87-22), filed 9/30/87. 
Statutory Authority: Chapter 70.94 RCW. 

Air quality objective. [Order 72-7, § 18-56-040, filed 
1/24/72, 2/2/72; Order 13, § 18-56-040, filed 5/18/70.] 
Repealed by 87-20-020 (Order 87-22), filed 9/30/87. 
Statutory Authority: Chapter 70.94 RCW. 

Method of measurement. [Order 72-7, § 18-56-050, filed 
1/24/72, 2/2/72; Order 13, § 18-56-050, filed 5/18/70.] 
Repealed by 87-20-020 (Order 87-22), filed 9/30/87. 
Statutory Authority: Chapter 70.94 RCW. 

Data reporting. [Order 72-7, § 18-56-060, filed 1/24/72, 
2/2/72; Order 13, § 18-56-060, filed 5/18/70.] Repealed 
by 87-20-020 (Order 87-22), filed 9/30/87. Statutory 
Authority: Chapter 70.94 RCW. 

Appendix I—Sampling and analysis for sulfur dioxide in 
ambient air. [Order 13, Appendix 1-Part 1 and 2 (codified 
as WAC 18-56-990), filed 5/18/70.] Repealed by 87-20- 
020 (Order 87-22), filed 9/30/87. Statutory Authority: 
Chapter 70.94 RCW. 


Reviser’s note: Later promulgation, see chapter 173-474 WAC. 


Chapter 18-60 


ESTABLISHING PROCEDURES FOR IMPLEMENTING 
REGULATIONS APPLICABLE TO EMISSIONS FROM 
PARTICULAR TYPES AND CLASSES OF AIR CONTAMINANT 
SOURCES—-REGULATORY ORDERS CONTAINING 


18-60-010 


18-60-020 


COMPLIANCE SCHEDULES 


Policy and purpose. [Order DE 70-14, § 18-60-010, filed 
2/9/71, effective 3/12/71.] Repealed by 83-09-013 (Order 
DE 83-12), filed 4/11/83. Statutory Authority: Chapters 
43.21A and 70.94 RCW. Later promulgation, see WAC 
173-403-010. 

Definitions. [Order DE 70-14, § 18-60-020, filed 2/9/71, 
effective 3/12/71.] Repealed by 83-09-013 (Order DE 83- 
12), filed 4/11/83. Statutory Authority: Chapters 43.21A 
and 70.94 RCW. Later promulgation, see WAC 173-403- 
030. ` 
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18-60-030 Procedure. [Order DE 70-14, § 18-60-030, filed 2/9/71, 
effective 3/12/71.] Repealed by 83-09-013 (Order DE 83- 
12), filed 4/11/83. Statutory Authority: Chapters 43.21A 
and 70.94 RCW. Later promulgation, see chapter 173-403 
WAC. 

18-60-040 Penalty. [Order DE 70-14, § 18-60-040, filed 2/9/71, 
effective 3/12/71.] Repealed by 83-09-013 (Order DE 83- 
12), filed 4/11/83. Statutory Authority: Chapters 43.21A 
and 70.94 RCW. Later promulgation, see chapter 173-403 
WAC. 

18-60-050 Public information. [Order DE 70-14, § 18-60-050, filed 
2/9/71, effective 3/12/71.) Repealed by 83-09-013 (Order 
DE 83-12), filed 4/11/83. Statutory Authority: Chapters 
43.21A and 70.94 RCW. Later promulgation, see chapter 
173-403 WAC. 
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